NEW FRONTIER MOTEL 
Featuring 121 Modern Air-Conditioned Units. T.V., Radio, 
Telephones, Wall to Wall Broadloom in every room. Furnished 
in Early American style. Dining Room and Coffee Shop. Swim- 
ming pool. Banquet Rooms. Convention facilities. 
869 Mill Street, at Huron Line. 
Located on No. 3 Highway, at foot of Ambassador Bridge 
Tel. 254-3771 WINDSOR, Ontario, Canada 
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